FRIENDLY MATCH TODAY': TEAMS KICK-OFF 5 p.m. 








White Jerseys with Y Eb 0VvIY TOWN Substitute: 
Green Circlet and John WHITE (12) 


Green Shorts | Ken JONES | 


Alan HERRITY (2) Paul SMITH (3) 
Len HARRIS (4) Clive BURFIELD (5) George MUIR (6) 
Kenny THOMPSON (8) David TAYLOR (10) 
Micky VOWLES (7) Trevor po (9) Chris WELLER (11) 


Referee: Linesmen: 


N. BOTTRELL 
A. MONTACUTE H. MONTACUTE 


Rodney ADAMS (11) John HOLD (9) Kevin WHITE (7) 
Ken POUND (10) Ray BUMSTEAD (8) 
Tommy: NAYLOR (6) Jimmy WHITE (5) Richard HALL (4) 
David STOCKS (3) Terry GULLIVER (2) 
| Roger JONES | 
Red Jerseys and Substitute: 
White Snorts BOURNEMOUTH Ralph NORTON (12) 
Next Home Match: Southern League Southern League Premier Division 

CHELMSPORD C I pM CAMBRIDGE UNITED 


Saturday, 19th August, 1967 5 p.m Wednesday, 23rd August, 1967 V. 45. pom 


